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Message Text 


UNCLASSIFIED 

PAGE 01 MUNICH 02560 24I534Z 
53 

ACTION HEW-06 

INFO OCT-OI EUR-I2 ISO-00 OES-05 EB-07 COME-00 /031 W 

007752 

R 24I528Z NOV 75 
FM AMCONSUL MUNICH 
TO SECSTATE WASHDC 6447 
INFO AMEMBASSY BONN 

UNCLAS MUNICH 2560 

E.O. 1 1652: N/A 

TAGS: OGEN, ETRD, TBIO, GW 

SUBJECT: FDA ADVISORY VOLUNTARY RECALL PEDIATRIC BLOOD OXYGENATOR 
REE: BONN 18996; STATE 275666 

1. TRAVENOL LABS GMBH., MUNICH, ADVISES CONSULATE THEY DID 
NOT RPT NOT IMPORT THE REFERENCED DEVICE. THEY FURTHER 
STATED THEY HAVE NEVER OEFRED THE DEVICE FOR SALE IN GERMANY. 

2. TRAVENOL WAS UNABLE TO LOCATE THE LETTER MENTIONED IN 
REETEL IN OFEICE FILES. 

3. WE SUGGESTED TRAVENOL LABS CONTACT MANUFACTURER DIRECTLY 
TO RESOLVE PROBLEM. 

SPIVACK 


UNCLASSIFIED 


NNN 
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